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On the evening of June 2, 1964. O RVTM.r n rrvf 
telephonically contacted £k CEXBERLING »t hlTTHldenpeT rj— \i 
stating that, upon examination of hie camera after Its — 
return to him on that date, he had noted that the take-up *•* 
spool vas not returned with the camera and that numeroua * ' 
screws In the camera needed tightening. . ’ * 

, H 1 * KIX was advised that efforts will he made to^ ; “ 
locate the spool, and that In the event It was not locatedtlCT' li 
a new one would he obtained for him. ’ t . : 

Shortly thereafter. Hr. m again telephonlcelly.;^^** 
contacted EA GEKBERLIKG at his residence and stated that, *.'W 
opon further examination of his camera, he had found that .Wi- 
the footage Indicator was loose and had fallen intD the - • . . - - 
mechanism of the camera, and that he was somewhat concerned " 
about the condition of his camera and as to whether it would i'~ 
function properly on his forthcoming vacation. 

* I **•*. 4 

^ «* • . . 

Hr. Krx was requested to recontact EA CEMberlIBG 

on June 3, 1964, at which time arrangements woul<$ he made - -* * 

to appropriately get -his camera in first-class wording order. ** • 

On the morning of June 3. 1964, telephonic contact ; 
•was had Wfith EA L. L. EHAHEYTELT at the FBI Laboratory, at 
which time Hr. EEANEYFEXT was apprised of the calls from Kr. 
SIX. Kr. SHANEYFELT instructed that Hr. XIX he advised that _ Z, 
he should take his camera to a repair shop, have it put An " 
first— claes working condition, and a new take-up spool • 
jprovlded and that the hill should he sent to the Pallas Office" 
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